68      DOCKETED ITEMS

H. General correspondence

9005080171 Advises that organizational changes made in advance of approval of Tech
Spec Change Request 88-06.Changes do not present unreviewed safety question.
HELWIG.D.R. Philadelphia Electric Co. 90/04/27. Document Control Branch (Docu-
ment Control Desk). 1p. 53770:360-53770:360.

I. Financial information

9005240041   Forwards  annual  financial  repts  for  1989  for  Philadelphia Electric
Co.PSE&G.Atlantic Energy.lnc & Delmarva Power & Light Co.
HUNGER,GA Philadelphia Electric Co. 90/05/15. Document Control Branch (Docu-
ment Control Desk). 2pp. 53936:064-53936:313.

-9005240047 "Delmarva Power 1989 Annual Rept."
CURTIS.N. Delmarva Power & Light Co. 89/12/31. 50pp. 53936:066-53936:313.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004230419 Application for amend to License DPR-56,consisting of one time Tech
Spec Change Request 89-20 involving postponing next snubber visual insp until
scheduled mid-cycle outage in fourth quarter of 1990.

HUNGER.GA Philadelphia Electric Co. 90/04/12. Document Control Branch (Docu-
ment Control Desk). 2pp. 53572:270-53572:281.

-9004230427 Package consisting of supporting info for Tech Spec Change Request 89-
20, "Reduction of Snubber Visual Insp Frequency."

*  Philadelphia Electric Co. 90/04/12. 8pp. 53572:272-53572:279.

-9004230453 Proposed Tech Specs Changes 234a re one-time change which involves
postponing next snubber visual insp until scheduled mid-cycle outage in fourth quarter
of 1990.

*  Philadelphia Electric Co. 90/04/12. 2pp. 53572:280-53572:281.

9004240317 Forward summary description of emergency svc water sys testing
programmer 900412 telcon request.W/o encl.

SMfTH.D.M. Philadelphia Electric Co. 90/04/12. Document Control Branch (Document
Control Desk). 2pp. 53587:082-53587:083.

9004250033 Forwards FR notice of consideration of issuance of amend to License
DPR-56 & proposed NSHC determination & opportunity for hearing re 900412 applica-
tion for amend to revise Tech Specs to one-time extension of 7 months for visual
insp.

SUH.G.Y. Project Directorate I-2. 90/04/18. HUNGER.G.A. Philadelphia Electric Co.
3pp. 53606:077-53606:087.

-9004250035 Notice of consideration of issuance of amend to License DPR-56 & pro-
posed NSHC determination & opportunity for hearing.Amend revises Tech Specs to
permit one-time extension of 7 months re visual insp of snubbers.
THADANI.M.C. Project Directorate I-2. 90/04/18. 8pp. 53606:080-53606:087.

9004300246 Amended application for Tech Spec Change Request 88-06 to Licenses
DPR-44 & DPR-56,removing organization charts.per Generic Ltr 88-06.
HUNGER.G.A. Philadelphia Electric Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 8pp. 53655:118-53655:132.

-9004300248 Revised pages to proposed Tech Specs re organization changes.

* Philadelphia Electric Co. 90/04/20. 7pp. 53655:126-53655:132.

9004300273 Advises that response to Generic Ltr 89-06 re implementation of SPDS ac-
ceptable & review of issue considered complete. NRC should be notified if proposed
date for full implementation incorrect or revised.

SUH.G.Y. Project Directorate I-2. 90/04/23. HUNGER.GA Philadelphia Electric Co.
4pp. 53664:197-53664:200.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030140 Forwards addl info on util 900308 Tech Spec Change Request 89-21 re
flow biased rod block monitor setpoint & Rev 1 to Core Operating Limit Repts PECO-
COLR-PB2R7 & PECO-COLR-PB3R7 per NRC 900405 telcon request,
HELWIG.D.R. Philadelphia Electric Co. 90/04/26. Document Control Branch (Docu-
ment Control Desk). 4pp. 53720:305-53720:355.

-9005110101 Proposed Tech Specs.removing cycle-specific parameter limits.

*  Philadelphia Electric Co. 90/04/26. 9pp. 53720:309-53720:317.

-9005030166 "Core Operating Limits Rept for Peach Bottom Atomic Power Station.Unit
3,Reload 7,Cycle 8."

DENNIN.E.P.. CARMODY.J.M., RUBINO.LF. Philadelphia Electric Co. PECO-COLR-
PB3R7 R01. 90/04/23. 18pp. 53720:338-53720:355.

9005230262 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence  on   900523-24   in   King   of  Prussia,PA.  Agenda   items   include.exposure
control,radiolqgical consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. SMITH.D.M. Philadelphia Elec-
tric Co. 6pp. 53915:338-53915:343.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. Of New York, Inc. 90pp. 53801:001-53801:090.

9005210213 Advises of util proposal to provide response to NRC request for schedule
for compliance w/Reg Guide 1.97 re neutron monitoring instrumentation 3 months
after NRC concurrence w/BWR Owners Group design criteria.
HELWIG.D.R. Philadelphia Electric Co. 90/05/14. Document Control Branch (Docu-
ment Control Desk). 2pp. 53873:093-53873:094.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exarn Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220401 Notification of 900521 meeting w/util in Rockville.MD to discuss licensee
proposed methodolgy presented in fuel Topical Rept FMS-0006.
SUH.G.Y. Project Directorate 1-2. 90/05/18. MURLEY.T.. GRIMES.B., MCKEE.P. NRC

* No Detailed Affiliation Given. 3pp. 53902:310-53902:312.

Q. Inspection reports, IE Bulletins & correspondence

9004230419 Application for amend to License DPR-56,consisting of one time Tech
Spec Change Request 89-20 involving postponing next snubber visual insp until
scheduled mid-cycle outage in fourth quarter of 1990.

HUNGER.GA Philadelphia Electric Co. 90/04/12. Document Control Branch (Docu-
ment Control Desk). 2pp. 53572:270-53572:281.

-9004230427 Package consisting of supporting info for Tech Spec Change Request 89-
20, "Reduction of Snubber Visual Insp Frequency."

*  Philadelphia Electric Co. 90/04/12. 8pp. 53572:272-53572:279.

-9004230453 Proposed Tech Specs Changes 234a re one-time change which involves
postponing next snubber visual insp until scheduled mid-cycle outage in fourth quarter
of 1990.

*  Philadelphia Electric Co. 90/04/12. 2pp. 53572:280-53572:281.

9004250033 Forwards FR notice of consideration of issuance of amend to License
DPR-56 & proposed NSHC determination & opportunity for hearing re 900412 applica-
tion for amend to revise Tech Specs to one-time extension of 7 months for visua!
insp.

SUH.G.Y. Project Directorate I-2. 90/04/18. HUNGER.G.A. Philadelphia Electric Co.
3pp. 53606:077-53606:087.

-9004250035 Notice of consideration of issuance of amend to License DPR-56 & pro-
posed NSHC determination & opportunity for hearing.Amend revises Tech Specs to
permit one-time extension of 7 months re visual insp of snubbers.
THADANI.M.C. Project Directorate I-2. 90/04/18. 8pp. 53606:080-53606:087.

9004270224 Forwards Safety Insp Repts 50-277/90-07 & 50-278/90-07 on 900226-
0328.No violations noted.Concerns raised re recent elimination of applied health phys-
ics supervisor position & expansion of advanced radiation worker program.
BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/18. MCNEILL.CA Philadelphia
Electric Co. 3pp. 53632:203-53632:214.

-9004270227 Insp Repts 50-277/90-07 & 50-278/90-07 on 90p226-0328.No violations
noted.Major areas inspectediradiological controls program onsite.
SHERBINI.S., O'CONNELL,P., CHAWAGA.D. Region 1, Ofc of the Director. 90/04/17.
9pp. 53632:206-53632:214.

9004250306 Forwards SSFI Insp Repts 50-277/90-200 & 50-270/90-200 on 900205-16
& 0226-0302. Design basis info for emergency svc water sys not adequately controlled
& supported by detailed analyses or appropriate test verification.
VARGA.SA Division of Reactor Projects - l/ll (Post 870411). 90/04/20. SMITH.D.M.
Philadelphia Electric Co. 5pp. 53597:197-53597:235.

-9004260082 SSFI Insp Repts 50-277/90-200 & 50-278/90-200 on 900205-16 & 0226-
0302.Violations noted.Major areas inspected:operational readiness of emergency svc
water & HPCI sys.

KOLTAY.P.S.. KONKLIN.J.E., LANNING.W.D. Special Inspection Branch. 90/04/20.
34pp. 53597:202-53597:235.

9005020084 Forwards response to NRC Bulletin 90-002, "Loss of Thermal Margin
Caused by Channel Box Bow." Portion of response withheld.per 10CFR2.790.
HUNGER.G.A. Philadelphia Electric Co. 90/04/25. Document Control Branch (Docu-
ment Control Desk). 10pp. 53673:031-53673:040.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005040035 Responds to violation noted in Insp Rept 50-278/90-01. Corrective
actions:automatic depressurization sys logic sys functional tests will be revised to in-
clude guidance in unique application of test lights.

FRAN2.J. Philadelphia Electric Co. 90/04/27. Document Control Branch (Document
Control Desk). 3pp. 53754:335-53754:337.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operatfonal Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602:067.

9005110050 Forwards Safety Insp Repts 50-277/90-09 & 50-278/90-09 on 900402-
06.No violations noted.Complete data from independent measurements will be report-
ed in subsequent insp rept

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/30. SMITH.D.M. Philadelphia
Electric Co. 2pp. 53798:255-53798:267.sults:20 of 22 operators passed a
